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MEMORANDUM FOR: Deputy Director (Science and Technology) 
SUBJECT: Strategic Weapons Panel 


25X1 


1. | has been the CIA representative 

to the Department of Defense Strategic Weapons Panel, He 
has advised the Chairman, Dr. Marvin Goldberger, that he 
will be leaving the Agency. Dr. Goldberger. on 1 Ju ne 1^04, 


to be 


met with and formally invited 
the CIA representative to the panel. As such, 
would be expected to continue to provide intel'llgenee 
briefings to the panel on the strategic weapons areas under 
discussion. DIA does not participate in the panel activities, 

2. For the past several months, the panel has con- 
centrated its efforts on the manned aircraft problem. The 
A-ll is the principal subject of its next meeting. It is 
expected that the panel will consider penetration aids and 
ABM problems in the immediate future. The panel works 
directly for Mr, Harold Brown, Deputy Director, Research and 
Engineering, and receives its tasking from him. Appendix 1 
lists present panel members. In the past, 


participation on the panel has provided a valuable input to 
the Agency concerning U. S. strategic programs and state of 
the art information. 
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Acting assistant Director 
Scientific Intelligence 
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CONCURRENCE: 


deputy Director (Science and Technology) 
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